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PAGE 01 KABUL 04259 191138Z 
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Message Text 


INFO OCT-01 NEA-10 ISO-00 CCO-00 OCL-00 SY-05 /022 W 

004644 191148Z/43 

R 191105Z lUN 77 
FM AMEMBABUY KABUL 
TO SECSTATE WASHDC 3189 
INFO AMEMBASSY NEW DELHI 
AMCONSUL KARACHI 


LIMITED OFFICIAL USE KABUL 4259 

KARACHI FOR RSS 

STATE FOR OC/S 

NEW DELHI EOR TSO AND ATO 

E.O. 11652: N/A 
TAGS: AEAC, ASEC, AF 

SUBJ: COMCENTER INTRUSION ALARM INSTALLATION 

REE: A. NEW DELHI 8509; B. STATE 137589 (NOTAL) C. NEW DELHI 8149 

1. REQUEST OC/S APPROVAL FOR INSTALLATION OF ALARM. 

2. TCU STILL AWAITING ATO APPROVAL. REQUEST OC/S CHECK WITH 
ATO HEADQUARTERS TO FIND OUT IF APPROVAL WILL BE GRANTED. 
TSO PLANNING TRIP TO KABUL LATTER PART OF JUNE (REETEL C) 
AND WOULD LIKE TO INSTALL ALARM DURING THAT VISIT. 

WOODWARD 
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